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RULES  AND  REGULATIONS  OF  THE  STATE 
DEPARTMENT  OF  HEALTH,  RELATING  TO 
SANITARY  REGULATIONS,  SEWAGE  DIS- 
POSAL, DECAYING  MATTER,  STAGNANT 
WATER,  INDUSTRIAL  WASTE  AND 
WATER  SUPPLY. 

Approved  April  4th,  1923 
The  Advisory  Board  of  the  State  Department 
of  Health  at  a meeting  held  in  the  city  of  Phila- 
delphia, Pennsylvania,  on  April  4,  1923, 

amended  Article  2,  Section  7,  and  Article  5, 
Section  3,  of  the  Order  and  Regulation  of  the 
Advisory  Board,  approved  May  17,  1920,  which 
amendments  are  hereinafter  set  forth  in  paren- 
theses. 

The  entire  Order  and  Regulation  of  the  Ad- 
visory Board,  adopted  May  1 7,  1 920,  is  hereby 
repromulgated  with  the  amendments  in  order 
to  avoid  confusion. 

ARTICLE  I 

GENERAL  PROVISIONS 
Section  1.  The  provisions  of  these  sanitary 
regulations  shall  apply  in  all  counties  of  the 
Commonwealth  of  Pennsylvania,  and  shall  apply 
equally  to  individuals,  partnerships,  firms  and 
corporations. 

Section  2.  For  the  purpose  of  these  sani- 
tary regulations  the  term  “waters  of  the  State,” 
wherever  used,  shall  include  all  streams  and 


springs,  and  all  bodies  of  surface  and  of  ground 
water  whether  natural  or  artificial,  within  the 
boundaries  of  the  State. 

ARTICLE  II 
SEWAGE  DISPOSAL 

Section  1 . No  privy,  cesspool  or  other  re- 
ceptacle for  human  excrement  shall  be  con- 
structed, maintained  or  used  so  that  flies  have 
or  may  have  access  to  the  excrementitious  mat- 
ter contained  therein. 

Section  2.  No  privy,  urinal,  cesspool  or 
other  receptacle  for  human  excrement  shall  be 
constructed,  maintained  or  used  which  directly 
or  indirectly  drains  or  discharges  over  or  upon 
the  surface  of  the  ground  or  into  any  waters  of 
the  State. 

Section  3.  All  privies,  urinals,  cesspools  or 
other  receptacles  for  human  excrement  shall  be 
cleansed  at  sufficiently  frequent  intervals  to 
prevent  the  contents  from  overflowing. 

Section  4.  The  transportation  of  human  ex- 
crement shall  be  effected  in  water-tight  con- 
tainers with  tight-fitting  covers.  Containers 
shall  be  thoroughly  cleansed  after  each  use. 

Section  5.  No  human  excrement  or  ma- 
terial containing  human  excrement  shall  be 
placed  on  the  surface  of  the  ground,  or  buried 
or  otherwise  disposed  of,  or  where  it  is  likely 
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to  gain  access  to  any  waters  of  the  State,  unless 
subjected  to  treatment  by  a method  approved 
by  the  Commissioner  of  Health. 

Section  6.  The  contents  of  privies,  cess- 
pools or  other  receptacles  for  human  excrement 
shall  not  be  used  on  ground  within  the  corpo- 
rate limits  of  any  city  or  borough  or  within 
700  feet  of  any  habitation  unless  subjected  to 
treatment  by  a method  approved  by  the  Com- 
missioner of  Health. 

Section  7.  (SUFFICIENT  AND  SUITABLE 
PRIVY  OR  TOILET  ACCOMMODATIONS, 
WELL-LIGHTED  AND  VENTILATED  AND 
SEPARATED  FOR  EACH  SEX  SHALL  BE  PRO- 
VIDED AT  ALL  PUBLIC  BUILDINGS,  PUBLIC 
MARKETS,  PUBLIC  PLAY  GROUNDS,  PUBLIC 
BATHING  BEACHES,  CAMP  MEETING 
GROUNDS  AND  COUNTY  FAIRS.) 

Section  8.  No  privy,  cesspool  or  similar  re- 
ceptacle for  human  excrement  shall  be  con- 
structed, maintained  or  used  on  premises  where 
a sewer  which  is  part  of  a sewer  system  from 
which  sewage  is  discharged  into  the  waters  of 
the  State  under  a permit  from  the  State  De- 
partment of  Health,  is  accessible. 

Section  9.  No  kitchen  or  laundry  water 
shall  be  allowed  to  discharge  or  flow  into  any 
gutter,  street,  roadway  or  public  place. 
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ARTICLE  III 
DECAYING  MATTER 

Section  1 . No  garbage,  offal,  pomace,  dead 
animals,  decaying  matter  or  organic  waste  sub- 
stance of  any  kind  shall  be  thrown  or  deposited 
in  any  ravine,  ditch,  or  gutter,  on  any  street  or 
highway;  into  any  waters  of  the  State,  or  be 
permitted  to  remain  exposed  upon  the  surface 
of  the  ground. 

Section  2.  Manure  shall  not  be  allowed  to 
accumulate  in  any  place  where  it  can  prejudici- 
ally affect  any  source  of  drinking  water  or 
where,  as  a source  of  fly  breeding,  it  may  be- 
come a menace  to  public  health. 

Section  3.  The  carcass  of  any  dead  animal 
not  killed  for  food  shall  be  removed  and  dis- 
posed of  by  burial  or  incineration  or  other 
method  approved  by  law  or  the  Commissioner 
of  Health  within  twenty-four  hours  after  death. 
If  the  carcass  is  buried  it  shall  be  placed  so 
that  every  part  shall  be  covered  by  at  least  two 
feet  of  earth  and  at  a location  not  less  than 
1 00  feet  from  any  waters  of  the  State  and  not 
subject  to  overflow  by  said  waters. 

In  all  cases  of  death  from  communicable  dis- 
ease the  carcass  shall  be  thoroughly  enveloped 
in  unslaked  lime. 
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ARTICLE  IV 
STAGNANT  WATER 

Section  ].  No  person  shall  maintain  or  per- 
mit to  be  maintained,  any  pond,  privy  vault, 
cesspool,  well,  cistern,  rain  barrel,  or  other  re- 
ceptacle containing  water  in  such  a condition 
that  mosquitoes  breeding  therein  may  become 
a public  nuisance. 

ARTICLE  V 

OBJECTIONABLE  ESTABLISHMENTS  AND 
INDUSTRIAL  WASTES 

Section  1.  No  person,  partnership,  firm  or 
corporation  maintaining  a slaughter  house,  ren- 
dering works,  depository  of  dead  animals,  glue 
works,  tannery,  wool-washing  establishment, 
paper  mill,  by-product  cokeoven,  dye  works, 
oil  refinery,  dairy,  creamery,  cheese  factory, 
milk  station  or  similar  establishment;  or  en- 
gaged in  the  manufacture  of  gas,  chemicals, 
explosives,  fertilizers  or  similar  products;  or  in 
the  business  of  soap  making,  fish  oil  extraction, 
bone  boiling  or  similar  occupation,  shall  allow 
any  noxious  exhalation,  odors  or  gases  that  are 
deleterious  or  detrimental  to  public  health  to 
escape  into  the  air,  or  any  substance  that  is 
deleterious  or  detrimental  to  public  health  to 
accumulate  upon  the  premises;  or  be  thrown  or 
allowed  to  discharge  into  any  street,  roadway  or 
public  place;  or  be  thrown  or  allowed  to  dis- 
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charge  into  any  stream  or  other  waters  of  the 
State. 

Section  2.  All  slaughter  houses,  rendering 
works,  bone  boiling  establishments,  depositories 
for  dead  animals,  garbage  disposal  works,  pig- 
geries and  similar  establishments  handling  or- 
ganic matter  shall  have  an  adequate  water  sup- 
ply for  the  purpose  of  keeping  the  place  clean 
and  sanitary.  All  floors  shall  be  constructed  of 
concrete  or  other  impervious  material,  and  shall 
have  adequate  provision  for  drainage  to  a cess- 
pool, to  a sewer  or  treatment  works  approved 
by  the  State  Department  of  Health. 

Section  3.  (NO  PIGSTY  OR  PIGGERY 
SHALL  BE  BUILT  OR  MAINTAINED  ON 
MARSHY  GROUND  OR  LAND  SUBJECT  TO 
OVERFLOW,  NOR  WHERE  IT  CAN  PREJU- 
DICIALLY AFFECT  ANY  WATER  SUPPLY, 
NOR  WHERE,  AS  A SOURCE  OF  FLY  BREED- 
ING, IT  MAY  BECOME  A MENACE  TO  THE 
PUBLIC  HEALTH.  WHEN  CARBACE  IS  FED 
TO  PICS  PROVISION  SHALL  BE  MADE  SO 
THAT  ALL  UNCONSUMED  GARBAGE  SHALL 
BE  REMOVED  DAILY  AND  DISPOSED  OF  BY 
BURIAL  OR  INCINERATION.  ALL  CARBACE 
SHALL  BE  HANDLED  AND  FED  UPON  PLAT- 
FORMS OF  CONCRETE  OR  OTHER  IMPERVI- 
OUS MATERIAL.  UNSLAKED  LIME,  HYPO- 
CHLORITE OF  LIME,  BORAX  OR  MINERAL 
OIL  SHALL  BE  USED  DAILY  IN  SUFFICIENT 
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QUANTITIES  TO  PREVENT  OFFENSIVE 
ODORS  AND  THE  BREEDING  OF  FLIES.) 

ARTICLE  VI 
WATER  SUPPLY 

Section  1 . No  owner  or  occupant  of  any 
premises  shall  maintain  any  well,  spring,  cistern 
or  other  source  of  water  supply  used  for  drink- 
ing or  household  purposes  to  which  the  public 
has  or  may  have  access  and  which  is  polluted 
or  which  is  so  situated  or  constructed  that  it 
may  become  polluted  in  any  manner  that  may 
render  such  water  supply  injurious  to  health. 

JOHN  J.  SHAW,  M.  D , 

Secretary  of  Health. 


Attest: 

CLINTON  T.  WILLIAMS, 

Secretary  to  Advisory  Health  Board. 
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County  of  Dauphin, 
Commonwealth  of  Pennsylvania, 


I,  John  J.  Shaw,  Secretary  of  Health,  State 
Department  of  Health,  do  hereby  declare  and 
affirm  that  the  above  rules  and  regulations  of 
the  Department  of  Health  were  approved  by 
the  Advisory  Board  at  a regular  meeting  on 
April  4,  1923;  that  the  above  is  an  exact  copy, 
as  shown  on  the  minutes  of  the  meeting  for 
that  date,  and  that  they  were  duly  promulgated 
as  required  by  the  State  Law. 

Witness  my  hand  and  the  seal  of  the  Depart- 
ment this  first  day  of  July,  1940. 


(Signed) 


JOHN  J.  SHAW,  M.  D., 

Secretary  of  Health. 


Attest: 

(Signed) 

CLINTON  T.  WILLIAMS, 

Secretary  to  Advisory  Health  Board. 
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